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AGENDA 
Historic Landmarks Commission Meeting 
Thursday, May 9, 2013 
9:00 a.m. 


I. Call to Order: Chairman 

IL. Roll Call 
Ill. Approval of the Minutes for the April 11, 2013 
IV. Public Hearing Items: 

A. REQUEST FOR CERTIFICATE OF APPROPRIATNESS HC-2013-08, submitted 
by Gerry Jones, applicant, on behalf of the City of Suffolk, property owner for the 
construction of a restroom facility and bus shelter along with associated parking to be 
located at 340 North Main Street. The parcels are further identified as Zoning Map 
34G11 Block A Parcel 90 and Zoning Map 34G11 Parcel X, Suffolk Voting Borough, 
zoned CBD, Central Business District, and HC Historic Conservation Overlay District. 


V. New Business 


e Enforcement Update 
e Administrative Approvals 


VI. Adjournment 


MINUTES 


HISTORIC LANDMARKS COMMISSION 


April 11, 2013 


9:00 A.M. 


The regular meeting of the Historic Landmarks Commission was held on Thursday, April 
11, 2013, 9:00 a.m., in the Council Chambers of the Municipal Building, 441 Market 


Street, Suffolk, Virginia, with the following persons present: 


MEMBERS PRESENT: STAFF: 

Rev. Isaac Baker Cindy Taylor, Assistant Planning Director 
Walter Boyette Shanda Davenport, Principal Planner 
Susan Coley Thomas Jordan, Planner II 

Merritt Draper Jillian Scott, Office Assistant II 

Randy Hicks, Chairman 

Edward King 


Geraldine Outterbridge 
G. Stewart Tyler, Vice Chairman 


MEMBERS ABSENT: 

Amy Elliott 

The meeting was called to order by Chairman Hicks. The roll was called by Ms. Taylor 
and the Chairman was informed that a quorum was present. The minutes of the previous 
meeting were approved as presented. The Chairman noted the time limits for public 
hearings are ten (10) minutes for proponents, fifteen (15) minutes for opponents, and five 
(5) minutes for rebuttal. Chairman Hicks acknowledged the newest Commissioner Walter 


Boyette and welcomed him to the Commission. 


PUBLIC HEARINGS 

REQUEST FOR CERTIFICATE OF APPROPRIATENESS HC-2013-05, submitted by 
Paige Pollard, on behalf of Ruth S. Baker property owner, for exterior renovations on a 
residential structure, accessory buildings and site work on property located at 204 Bank 
Street. The parcel is further identified as Zoning Map 34G18, Block A, Parcels 177, 
Suffolk Voting Borough, zoned RM, Residential Medium Density District, and HC, 
Historic Conservation Overlay District. 

The first item of business was introduced by the Chairman, followed by a staff report by 
Shanda Davenport, Principal Planner. Ms. Davenport stated that the subject property was 
identified as contributing to the period of significance for the 1987 Suffolk Historic District. 
The applicant is requesting a series of modifications to “The Truitt House,” a historic 
structure originally constructed for George W. Truitt, a successful lumber magnate. The 
building was completed in 1909 and is the best example of American Renaissance residential 
design in the District. The two-story structure is constructed of brick in a unique Flemish 
bond pattern and topped with a central front gabled roof covered with slate. The front of the 
structure is dominated by a two-story Greek Revival portico with six classical columns. The 
site also contains both a shed and garage which are deemed contributing to the District. 

No previous Certificates of Appropriateness have been issued for this property. A 


Conditional Use Permit, C21-12, has been approved by City Council to allow the use of the 


property as a bed and breakfast with private parties, receptions, and the like. 


The applicant proposed a series of remedial and reconstructive measures to the historic 
dwelling, associated outbuildings, and the site. The attached narrative, prepared on behalf of 
the owner, details the proposed improvements and their respective locations. However, the 
number of improvements which require approval from the Commission is small. The 
majority of the requested actions should be processed administratively per the Unified 
Development Ordinance and the Suffolk Historic District Design Guidelines. The applican 
also applied for Historic Tax Credits in conjunction with the renovations. Ms. Davenport 
stated that the applicant have requested a number of repairs to the main structure. Based 


upon inspections of the roof of the structure, the applicant intended to repair any damaged or 


missing flashing or roof slates. Any replacement materials will be with in-kind materials and 


all work will be per the Preservations Briefs as prepared by the National Park Service. In 
addition, any deteriorated gutters or downspouts will be replaced to aid in the preservation of 
the existing roof. The majority of the structure is of masonry construction. Any deteriorated 
mortar in the walls, foundations, chimneys, or porches and terraces will be repaired in 
accordance with the standards established by the National Park Service for the repointing of 
historic masonry. The structure contained its original wooden windows and doors. The 
owner proposed to remove deteriorated storm windows and doors and to restore the existing 
window sashes and existing doors. New storm windows are proposed for a limited portion of 
the structure. These windows are to be installed on the bedrooms being established for use in 


the bed and breakfast operation. Ms. Davenport stated that details of the storm windows 


were attached in the staff report. The windows are to be full-lite windows with narrow white 
anodized aluminum frames to minimize the impact on the restored windows. The Guidelines 
do support the use of storm windows as a tool to help retain historic windows. Similar to 
other repairs on the property, any deteriorated woodwork or trim will be repaired where 
feasible or otherwise replaced with in-kind materials. The woodwork will be painted to 
match existing colors. Repair and reconditioning of the carriage house and shed also located 
on the property will also be undertaken. Work will be performed consistent with standards 
established for the primary dwelling. Any new materials will be replaced in kind and painted 
elements will be painted to match the existing color palette. Lighting is proposed throughout 
the site. Residential-scale fixtures are proposed in the locations shown on the exhibit. The 
applicant also requested approval of a four-foot high black aluminum picket fence to be 
located along a portion of the East property line, located along a common residential lot line. 
The proposed fence is consistent with Chapter 5, Section E.2 Decorative Fences, of the 
Suffolk Historic District Design Guidelines. The Guidelines encourage the use of wrought 
iron and wooden pickets. The proposed fence, which constructed of aluminum, offers the 
aesthetics of a wrought iron fence and is consistent with other fencing in the District. The 
applicant proposed to construct a small masonry ramp at an entrance to the primary structure 
located near the proposed off-street parking. The ramp is to be constructed of concrete, but 
contained and screened by a low brick wall. Handrails will be provided and constructed of 


black metal. The overall impact of the ramp will be minimized by the use of materials which 


are similar to the existing structure. In addition, the siting of the ramp at a back entrance 
further lessens the impact of the ramp on the historic structure. 

This application proposed to reconfigure the existing parking at the side and rear of the 
structure. The building is accessed from Grace Street. A southern curb cut is located along 
Grace Street which connects a circular drive that runs along a porte cochere at the rear of the 
structure, accesses the carriage house and exits through a curb cut at the northern end of the 
property once again onto Grace Street. Each driveway entrance is flanked with brick 
columns. The property is further enclosed by a low brick and iron pipe fence. The existing 
drive is stamped concrete in poor condition. As a portion of the adaptive reuse of this facility 
for bed and breakfast use, the applicant has proposed a number of changes to support the 
increased parking demands of the facility. First, one of the four brick columns is proposed to 
be reconstructed to widen the northern drive. The column will be constructed of the original 
brick, which will be salvaged for use. The column will be rebuilt to the same dimension with 
the same detailing, only moved to allow for a safer entry onto Grace Street. The existing 
parking area will be removed in its entirety, and replaced with an aggregate-finished 
concrete. This treatment is in keeping with the Suffolk Historic District Guidelines. Finally, 
additional paving will be constructed to accommodate guests of the bed and breakfast. 
Planters will be used to delineate the new parking areas from Grace Street. The final 
configuration of the additional paving shall be in compliance with the Unified Development 


Ordinance. Detailed designs for the planters will need to be submitted for administrative 


review. The site improvements will be undertaken in phases as additional bedrooms and 
functions of the proposed bed and breakfast are brought to completion. As such, the 
applicant has requested to extend the typical six-month approval for a Certificate of 
Appropriateness to twelve months. Based on the above findings-of-fact, staff recommended 


approval of HC-2013-05 with the following conditions: 


1. The masonry ADA access ramp may be constructed in accordance with the submitted plans. 


2. Approximately sixty linear feet of four-foot high black aluminum picket fencing may be installed 
adjacent to the eastern property line as shown on the attached exhibit. 


3. A landscape plan, including planter design shall be submitted to the Planning Division for review and 
approval of the planting materials to be used to screen the proposed parking from Grace Street. 


4. The brick pier at the northern drive may be reconstructed using salvaged material to the same 
dimension and design as the existing pier in order to widen the northern drive. 


5. The existing concrete drive may be replaced. The drive shall be aggregate-finished concrete. 


6. The driveway area may be expanded to satisfy the requirements of the Unified Development 
Ordinance. Final designs must be submitted to the Planning Division review and approval. The drive 
shall be aggregate-finished concrete. 


7. No further exterior improvements permitted without the issuance of a Certificate of Appropriateness. 


8. All required permits shall be obtained from the Community Development Division. 


The public hearing was opened and speaking in favor was Paige Pollard. Ms. Pollard 
thanked the Commission for their time and consideration of the application and stated that 
she would answer any questions they may have. 

There being no speakers in opposition, the public hearing was closed. 

After discussion by the Commission, a motion was made by Commissioner Tyler to approve 


the application per staff’s recommendation and to allow the Certificate of Appropriateness to 


be extended for one year. The motion was seconded by Commissioner Boyette and passed 
by a recorded vote of 8-0. 

REQUEST FOR CERTIFICATE OF APPROPRIATNESS HC-2013-06, submitted by 
Gerry Jones, applicant, on behalf of the City of Suffolk, property owner for the 
construction of an addition to the Police Administration building along with associated 
parking and fencing to be located at 111 Henley Place. The parcels are further 
identified as Zoning Map 34G17 Block A Parcels 8, 9 and 10, and Zoning Map 34G17 
Block 3 Parcels A, B+E, C, D, F and G, Suffolk Voting Borough, zoned CBD, Central 


Business District, OI, Office Institutional and RM, Residential Medium Density, and 
HC Historic Conservation Overlay District. 


The next item of business was introduced by the Chairman, followed by a staff report by 
Shanda Davenport, Principal Planner. The project site is located the northwest corner of the 
West Washington Street and Henley Place intersection. Pender Street also bounds the site to 
the west. The Comprehensive Plan for 2026 identified the site as being in the Central 
Suburban/Urban Growth Area (Mixed Use Core District). In 2007, an application was 
approved for the construction of the new 17,000 square foot Police Administration Building 
with associated parking. In order to meet additional space needed by the department, the 
applicant has proposed the construction of a 10,300 square foot addition. Ms. Davenport 
stated that the one-story addition is proposed to be constructed on the west side of the 
existing administration building extending over the existing parking lot. Spring Street will be 
incorporated into a new parking area proposed to be constructed to the north of the project 
site to replace the displaced parking spaces. The addition will be required to not only meet 


Historic District Design Guideline requirements but also specific urban design standards in 


the UDO regarding building massing, parking, lighting, mechanical equipment, and 
landscaping among others which as a whole are meant to promote pedestrian activity and 
maintain the unique character of downtown Suffolk. The Police Administration building is 
located within the Central Business District and the Historic Conservation Overlay District. 
As identified in the Historic District Design Guidelines, West Washington Street serves as a 
historic entry corridor leading into the Central Business District. When analyzing the request 
several design elements were identified as being of primary consideration including: 

1) Architectural appropriateness and compatibility; 

2) pedestrian-scale; street connectivity; 

3) and parking location. 

While consideration of these design elements were important, it was equally important to 

remember that the structure must function efficiently and effectively for its intended use. 

Guidance offered by the National Park Service for new construction within Historic 


Districts is that new work shall be compatible with the massing, size, scale, and 


architectural features to protect the historic integrity of the property and its environment. 


Building Design 
Given the design parameters, the structure is not only compatible with the existing Police 


Administrative Building but also reflected of the historic architectural elements found in the 
vicinity of the building and the Historic District in general, and the design characteristics 
associated with the Central Business District. 


The successful incorporation of historic and non-historic design elements into the building’s 
design are particularly reflected in the following: 


. The enhancement of the pedestrian scale and the strengthening of the spatial definition 
of the building along West Washington Street; 


. The reinforcement and continuation of the existing building’s one-story height which 
is typical of other non-residential structures found along West Washington Street; 

. The use of brick as the exterior building material; and 

. The location of parking to the rear of the building and the limiting of vehicle 


ingress/egress to North Wellons and Pender Streets only. 


Fencing 
Fencing is proposed to be installed around the new parking area. The fencing will match the 


six-foot black aluminum decorative fence which was previously approved and installed to 
secure the site. Although the Guidelines in regards to fencing are intended to be applied to 
residential structures, the proposed fencing is consistent with the design criteria in terms of 
appearance and material identified in Section 5.1.5 of the Historic District Design Guidelines. 
Parking 

Following the guidance of the Comprehensive Plan and UDO, the primary vehicle 
ingress/egress will be from Henley Place. By locating the parking area to the rear of the 
building and having no direct access onto West Washington Street, the building is also 
consistent with the guidance provided in the Comprehensive Plan and UDO. An asphalt 
parking lot will be installed and is similar to the surface material currently used at this 
facility. 


Landscaping 
The site will have to be landscaped in accordance with the requirements of the UDO. 


Enhanced buffer landscaping will be required along the north property line in order to screen 


the parking lot from the adjoining residential area. Review of the proposed landscaping will 


take place as part of the review of the Site Plan for the building addition and associated 
parking area. The proposed addition to the existing Police Administrative building is 
respectful of the context of the Historical District while enhancing the ability of the Police 
Department to serve and provide for the public safety needs of the City. The proposed design 
of the addition reinforces the existing building’s siting, massing, and street presence while 
properly differentiating the building from the historic structures in the district. Staff found 
that the proposed Police Administration Building is consistent and compatible with and 
furthers: 


. The intent and development character of the Central Suburban/Urban Growth Area 
(Mixed Use Core District) and Policies 3.1 and 3.3 of the Comprehensive Plan for 


2026; 

. The design criteria for the Central Business District as established by the UDO; 

. The general guidelines of the Historic Conservation Overlay District as established by 
the UDO; 

. The design standards for non-residential structures as established by the UDO; and 

. The general guidelines, commercial building design considerations, and considerations 


for new construction along the Historic Entry Corridors as established by the Suffolk 
Historic District Design Guidelines. 


Based on the findings-of-fact as detailed in the staff report, staff recommended approval of 
HC-2013-06 with the condition that a site plan be submitted for review in accordance with 
Section 31-307 of the Unified Development Ordinance. 

The public hearing was opened and speaking in favor of the application was Gerry Jones, 
Director of Capital Programs and Buildings. Mr. Jones provided comments on the aspect of 


the additional space needed for storage for the Police Department. Mr. Jones stated that 


10 


some police functions are currently still housed in the old municipal center and need to be 
relocated to the new building expansion within the same time frame as the construction of the 
new municipal building before demolition. 

Also speaking in favor was Chief Thomas Bennett, Police Chief. Chief Bennett stated that 
the current police administration building is not large enough to house all the paper records 
and evidence information that is to be retained for 75+ years. Chief Bennett stated the 
additional space would provide that as well as more office space for his officers and did not 
foresee needing to expand anymore in the future. 

Mr. Joseph Miller, with HBA, provided the Commission with a presentation overview of the 
addition to the Police Administration building. Discussion also included the master plan for 
the area and specifically discussed how the addition was designed to be both compatible 
with, and an enhancement to the district. 

There being no speakers in opposition, the public hearing was closed. 

After discussion by the Commission, a motion was made by Commissioner Baker to approve 
the application per staff’s recommendation. The motion was seconded by Commissioner 


Draper and passed by a recorded vote of 8-0. 
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New Business: Enforcement Update 

Susan Dillard, (Planning & Community Development) gave an update on the enforcement 
actions taken by Community Development for the following properties: 

127 Brewer Avenue — property maintenance violation, continue until 5/2/2013 

301 Bank Street - property maintenance violation, continued until 5/2/2013 

New Business: Bylaws — Historic Landmark Commission 

Ms. Taylor informed the Commission that some amendments were made to the Bylaws and 
stated that Karla Williams from the City Attorney office was present for any questions. 

A motion was made by Commissioner Baker to approve the bylaws as presented. The 


motion was seconded by Commissioner Tyler and passed by a recorded voice vote of 8-0. 


Gerry Jones briefed the Commission on the proposed VRT Transit support building that will 
sit adjacent to the historic CSX train station. Mr. Jones stated that it is the goal of the City to 


provide at least 3 buses to serve the needs of the citizens. 


Ms. Taylor informed the Commission that this would be her last HLC meeting because she 
would be retiring May 1, 2013. Ms. Taylor stated that she had enjoyed working alongside 
the Commissioners. 


There being no further business, the meeting was adjourned at 10:01 a.m. 
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Motion: Tyler 


Motion: Baker 


Motion: Baker 


2": Boyette 2": Draper 2™: Tyler 
TO: Approve TO: Approve TO: Approve 
; Staff’s Staff’s Bylaws 
April 11, 2013 Recommendation | Recommendation 
ATTENDANCE HC-2013-05 HC-2013-06 Bylaws 
COMMISSIONERS PRESENT | ABSENT 
Baker, Isaac Rev. x 
Boyette, Walter x 
Coley, Susan M. x 
Draper, Merritt Xx 
Elliott, Amy »,§ 
Hicks, Randy Xx 
King, Edward L. x 
Outterbridge, Geraldine Xx 
Tyler, Stewart G. x 


CITY OF SUFFOLK 


441 MARKET STREET, P.O. BOX 1858, SUFFOLK, VIRGINIA 23439-1858 


PHONE: (757) 514-4060 FAX: (757) 514-4099 
DEPARTMENT OF 
PLANNING & COMMUNITY DEVELOPMENT 
Division of Planning 
To: Historic Landmarks Commission 
From: Shanda H. Davenport, Principal Planner 
Date: May 9, 2013 
Subject: REQUEST FOR A CERTIFICATE OF APPROPRIATENESS, HC-2013-08, 


submitted by Gerry Jones on behalf of the City of Suffolk, property owners, for 
the construction of a restroom facility and bus shelter along with associated 
parking to be located at 340 North Main Street. The property is further identified 
as Zoning Map 34G11, Block A, Parcel 90 and Zoning Map 34G11, Parcel X, 
Suffolk Voting Borough, zoned CBD, Central Business District and HC, Historic 
Conservation Overlay District. 


STAFF REPORT 


Overview off the Subject Property and Surrounding Area 


The subject property is located at the intersection of North Main Street and Prentis Street. The 
site is partially developed with a pea gravel parking area. Directly to the south, there is the 
Seaboard and Roanoke Railroad station. The property is located in a section of the which was a 
portion of the 1998 North Main Street Extension. 


Proposed Action 


The applicant is proposing to construct a restroom and shelter building which is to be used by 
Suffolk City Transit Services as well as a trailhead for the Seaboard Coastline Multi-Use Trail. 
In addition to the structure, site improvements such as a sidewalk, bike rack and landscaping are 
proposed. 


Public Notice 


Public notice of this meeting was published in the newspaper and notices were mailed to 
adjacent property owners. 
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Applicable Regulations and Analysis 


A. 


Unified Development Ordinance 


1. 


Section 31-413(f)(1), Certificate of Appropriateness: Where exterior appearance 
of any structure as viewed from any street or public way is involved, the Zoning 
Administrator shall issue no permit for erection, alteration, or improvement unless 
and until a Certificate of Appropriateness has been issued. 


Section 31-413(g)(2), General Considerations 


A. The compatibility with the design, development standards and criteria as 
included in the City’s adopted Historic District Design Guidelines. 


B. The appropriateness of the general design geometry and proportions, structural 
arrangement, building materials, texture and color of the proposed building, 
structure or appurtenant element in relation to such factors as the 
compatibility with similar features of buildings or structures within the area 
circumscribed by the subject overlay district. 


C. The historical or architectural value and significance of the building, structure 
or appurtenant element and its relationship to the historic or architectural 
value of the area in which it is proposed to be located. 


F. The effect of the building, structure, or appurtenant element on the 
Comprehensive Plan’s goals for tourism, economic development and 
residential land uses in and around the historic areas in the City of Suffolk. 


Section 31-413(g)(7), Approval of Major Action by the HLC: 
(iii) Any addition to, or substantial alteration of, a designated landmark or 
structure on a contributing property which increases the square footage of the 


structure or otherwise alters substantially its size, height, contour or outline 


(viii) Landscaping which involves major changes in grade or walls and fences 
more than three-and-one-half feet in height. 


Suffolk Historic District Guidelines 


Chapter 1, Section D, Special Areas within the Local Historic District, Historic 
Entry Corridors 


Chapter 1, Section F, Goals with the Historic Conservation Overlay District: 
¢ Continued use of historic buildings 


e Appropriate design of additions and alterations for buildings 
e Streetscape enhancements compatible with the Historic Character 
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3. 


Chapter 2, Section E, Certificate of Appropriateness: A Certificate of 

Appropriateness is similar to a building permit in that it is required whenever the 
exterior appearance of any structure in the Historic Conversation Overlay District, 
as viewed from any street or public way, is erected, altered, or improved. 


Chapter 5, Section F Miscellaneous Exterior Items: Site appurtenances shall be 
located where least likely to detract for the character of the site. Screen with 
landscaping or fences. 


Chapter 6, Section A.2 Historic Entry Corridors: Goals 
e Rehabilitation of historic building facades 
e Adherence to design standards for new construction which respects the 
historic urban character of the area. 
¢ Strengthening of the street edges 
e Installation of enhancements to the pedestrian environment 
e Reuse of abandoned or underused buildings 


Chapter 7, Section D. General Application; Materials and Textures: Select 
materials and textures for a new building which are compatible with and 
complement neighboring buildings. In this regard, wood is recommended for use 
in new construction on elements such as windows, cornices, porch trim, and all 
other decorative features. Metal decoration such as cornices can still be 
manufactured and considered for use in new construction. The duplication of 
historic details to the point where new construction is not distinguishable from old 
is not recommended. 


Chapter 7, Section D. General Application; Color: The selection and use of 
colors for a new building should be coordinated and compatible with adjacent 
buildings. It is also to be consistent with the historical color choices found on 
similarly-styled buildings in the Historic Conservation Overlay District. 


Chapter 7, Section D. General Application; Foundation: Distinguish the 
foundation from the rest of the new structure through the use of different 
materials, patterns, or textures which respect traditional designs and materials 
common to the historic district. In addition, respect the height, contrast of 
materials, and textures found on the foundations of surrounding historic buildings. 


Chapter 7, Section F. Mercantile Building Guidelines; Materials for New 
Construction: New buildings within the Historic Urban Core and the Historic 
Entry Corridors should be designed and constructed of materials which closely 
resemble the materials originally used on historic buildings. In the Historic Urban 
Core most buildings are constructed of brick although a few have some stone and 
tile. Exterior details, which typically would have been made of stone, can be 
made of materials such as stone, recast concrete, stucco, tile, or other materials, 
which achieve this appearance. 
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New buildings within the Historic Entry Corridors, which are designed to match 
the residential style typical for this sub-area, should be constructed of materials 
such as brick or clapboard siding typically used on historic residences, although 
alternative siding materials may be used with the approval of the Historic 
Landmarks Commission. 


Staff Analysis 


The City of Suffolk is proposing to construct a new facility to house restrooms and provide 
shelter for residents using the City’s transit services. The structure is proposed to be built at the 
existing parking/bus stop located on the east side of North Main Street just north of the historic 
train station. The facility will house two single restrooms. The double-sloped hip roof will 
extend to create a covered waiting area on all four sides of the building. 


Architecturally, the building will take many design cues and derive much of the material choice 
from the nearby historic train station. The building is a simple rectangle topped with a dual- 
pitched hip roof covered with architectural-grade asphalt shingles in a color and style to match 
the asphalt shingled portions of the train station. The foundation of the structure will be brick 
matching the train station as well. The walls of the building will be constructed of lap siding. 
The siding is proposed as cement-fiber siding, much as has been used throughout the district. 
Detailing of the porch columns and roof brackets are similar to those used on the railway station. 
Architectural elements are used to establish an appropriate architectural vocabulary while 
properly differentiating the building from the historic structures in the district. 


The project will be completed by additional site furnishings such as benches and bike racks. 
These elements will be compatible with others in the downtown Historic District. Small portions 
of sidewalk will be added to connect the new structure to the site. This sidewalk will match the 
existing sidewalks for uniformity. 


The addition of this small facility to the existing parking and transit stop should enhance the 
Historic District by providing additional vitality to the urban core. The adding of restroom and 
shelter facilities will allow for better utilization of the existing city property which is also used 
for downtown events. The proposed building and site improvements are consistent with the 
goals and objectives of the Historic District and the Historic Entry Corridors. The structure is 
complementary to nearby structures while simultaneously remaining quite understated. 


Summary and Recommendations 


Based on the above findings-of-fact, staff recommends approval of HC-2013-08 with the 
following conditions: 


1. All required permits shall be obtained from the Community Development Division prior 
to construction. 

2. All paint colors for the project shall be consistent with the approved color palette for the 
District. 

3. A site plan must be reviewed and approved for the proposed improvements. 
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Front Elevation 
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HISTORIC CONSERVATION OVERLAY DISTRICT 
GENERAL CERTIFICATE OF APPROPRIATENESS 
Application Number: HC-2013-05AD 


THIS CERTIFICATE MUST BE POSTED IN A VISIBLE LOCATION 
ON THE PREMISES 


This is to certify that the structure located at the following location has met the requirements of 
Section 31-413(f)(1) of the Unified Development Ordinance: 


Property Address: 204 Bank Street 

Property Owner: Ruth S. Baker 

Property Owner’s Address: 204 Bank Street 

Property Zoning Map Identification: 34G18, Block A, Parcel 177 


Property Zoning: RM, Residential Medium District & HC, Historic Conservation Overlay 
District 


Approval of the requested repairs to the main dwelling, carriage house and shed is recommended 
subject to the following: 


1. Repair any damaged or missing flashing or roof slates with existing or like —kind 
materials. 

2. Replacement of deteriorated or damaged gutter and downspouts with like-kind materials. 

3. Repointing of any deteriorated mortar in the walls, foundations, chimneys, or porches and 
terrace. 

4. Existing window frames and sashes may be rehabilitated and painted to match existing. 

5. Removal of storm windows and doors may be undertaken. New full-view storm 
windows may be installed per submitted detail for the bedrooms of the bed & breakfast 
operation. 

6. Deteriorated woodwork or trim shall be repaired where feasible or otherwise replaced 
with in-kind materials. 

7. The painting of the rehabilitated woodwork shall be the colors black, yarmouth blue, and 
brilliant white as produced by Benjamin Moore or other manufacturer tinted to match. 

8. Light fixtures may be installed per the submitted details and locations. 

9. All required permits shall be obtained from the Community Development Division. 


—————— ( 


THIS CERTIFICATE JS VALID FOR TWELVE (12) MONTHS. THE APPROVED 
ACTION(S) MUST COMMENCE WITHIN TWELVE (12) MONTHS, OTHERWISE A 
REQUEST FOR AN EXTENSION MUST BE APPLIED FOR AND GRANTED BY THE 
HISTORIC LANDMARKS COMMISSION OR THE ADMINISTRATOR BEFORE SUCH 


ACTION CAN COMMENCE. 
thud Tale. 


(HLC Secretary) 


Date: vy If ls Date: fate UY AES 


Signi Sign: 


(Zoning Administrator) 


HISTORIC CONSERVATION OVERLAY DISTRICT 
GENERAL CERTIFICATE OF APPROPRIATENESS 
Application Number: HC-2013-07AD 


THIS CERTIFICATE MUST BE POSTED IN A VISIBLE LOCATION 
ON THE PREMISES 


This is to certify that the structure located at the following location has met the requirements of 
Section 31-413(f)(1) of the Unified Development Ordinance: 


Property Address: 150 West Washington Street 

Property Owner: Damiani & Nahra, LLC 

Property Owner’s Address: 140 West Washington Street 

Property Zoning Map Identification: 34G18(A)*311 

Property Zoning: CBD, Central Business District and HC, Historic Conservation Overlay 
District 

The following action/conditions are approved: 


Approval of the requested entry awning is recommended subject to the following: 
1. The awning shall be Sunbrella Burgundy fabric over a metal frame placed over the entry 
door in the center of the facade. 
2. Any additional exterior improvements shall require a Certificate of Appropriateness. 
3. An encroachment agreement from the Planning Division must be obtained for the 
installation of the awning. 
4. All required permits shall be obtained from the Community Development Division. 


THIS CERTIFICATE IS VALID FOR SIX (6) MONTHS. THE APPROVED ACTION(S) 
MUST COMMENCE WITHIN SIX (6) MONTHS, OTHERWISE A REQUEST FOR AN 
EXTENSION MUST BE APPLIED FOR AND GRANTED BY THE HISTORIC 
LANDMARKS COMMISSION OR THE ADMINISTRATOR BEFORE SUCH ACTION CAN 
COMMENCE. 


Se Signdd; cde Ce, 
(Zoning Administrator) (HLC Secretary; 


Date: ¢/ I iy 13 Date: fyeel 4b SOfZ 


